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FEATURES 

The BT120 is a solid brass Indoor/Outdoor thermometer. It 
has a reversible solid brass wall mount bracket for left or 
right-hand viewing. 

INSTRUCTIONS 

To Change Viewing Direction: 

1 . Remove one end cap nut. 

2. Remove the rod by pulling out the other end cap nut. 

3. Rotate the bracket end for end. 

4. Reinsert the rod through the bracket end, the upper 
end cap, the glass tube (behind scale), the lower end 
cap, and through the bracket. Make sure the lower 
end cap has the holes in the bottom. 

5. Replace the end cap nut and tighten finger tight. 

To Mount: 

Use template to correctly position the two holes for the 
bracket, and drill two 3 /32" holes. ^ 
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5 Year Limited Warranty: Any instrument that 
proves to be defective in material or workmanship 
within five years of original purchase will be repaired 
or replaced without charge upon receipt of the unit 
prepaid at the address listed to the right This 
warranty does not cover damage in shipment 
or failure caused by tampering, obvious 
carelessness or abuse. 
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